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TO SECSTATE WASHDC 6941 

CONEIDENTIAL ABIDJAN 0458 

THE EOLLOWING TELEGRAM IS A REPEAT OE ABIDJAN 0212 OE 9 JAN 78 
SENT ACTION DAKAR, INEO BAMAKO AND IS REPEATED EOR URSTA. 

QUOTE 

CONEIDENTIAL ABIDJAN 0212 

EOR: DAKAR EOR EBO, BAMAKO EOR PSO 

E.O. 11652: GDS 
TAGS: ASEC, ABED 

SUBJ: BAMAKO-CHANCERY ELECTRICAL SYSTEM 

REF: 77 DAKAR 8491 

1. TSO IS AWARE OE GENERAL CONDITION OE WIRING IN CHANCERY, 

HOWEVER, NO DETAILED DATA HAS BEEN COLLECTED NOR A ONE-LINE 
DIAGRAM DEVELOPED. 

2. A DETAILED STUDY SHOULD BE MADE OE THE EXISTING SITUATION 

AND THE NECESSARY PROGRAM DEVELOPED AND EUNDED TO PROVIDE AND 
ADEQUATE AND SALE DISTRIBUTION SYSTEM IN THE CHANCERY 
INCLUDING PROVISION FOR THE CONNECTION OE THE NEW STANDBY 
GENERATOR. 

3. ENERGIE DU MALI HAS INDICATED TO TSO THAT LOAD ON EMBASSY 
TRANSEORMER IS APPROACHING LIMIT. TRANSFORMER RELIEVED TO BE 
RATED 160 KVA, LOAD INCLUDES ADMIN/AID COMPOUND ACROSS STREET. 
CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 ABIDJA 00458 I709I2Z 


4. CONFIDENTIAL: TSO KEYS IS PLANNING VISITS TO BAMAKO THIS 
(18-23 JAN) AND WILL ATTEMPT TO PROVIDE ANY ASSITANCE 
NEEDED AS TIME PERMITS. 

STEARNS UNQUOTE 
STEARNS 
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